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Cathedral Plans, showing later Eastern Terminations,
(Top TW> Uft to r$t) Western Type: Winchester, Salisbury, Wells Exeter
(Bottom r&ffi, hft /a ^} Northern and Eastern Type: York, Ely, Old St. Paul's.